I 


:i BILL NO. S-71-12-./^ 

SPECIAL ORDINANCE NO. S- <? / - 7^ 


AN ORDINANCE approving contract with ■WESTING- 
HOUSE ELECTRIC SUPPLY CO. for Copper Network 
Cable for the Light Construction Department.' 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF. FORT WAYNE, 

INDIANA: 

SECTION 1. , The. contract approved December 22,. 1971, 

between the City, of Fort Wayne, by and through its Mayor and the. 

Board of Public Works., and WESTINGHOUSE ELECTRIC SUPPLY CO., for: 

18,000. feet of Copper Network Cable 
for the Light .Construction Department,. 

for a total cost of $2.1, 564 .0 0. ,. all as more particularly set . 

forth on CITY. UTILITIES PURCHASE ORDER NO.. 4170,. which is by 

reference incorporated herein and made part hereof, is hereby in 

all things ratified, confirmed and approved. 

SECTION 2 .. This Ordinance shall be in full force and 

effect :from and afte.r its passage and approval by. the Mayor. 




/liPPROVED/, 
AND LEGAL 

L 


Read the first time in full and on motion by 



seconded by 



and duly adopted 5 read the second time by title and referred 



6ounii3J_-llhamhers7yinSg--^--Ck)untv— — 

--the day-crf ~ I97 ~~ , at ~ o '~^Ioc~k 


Ft M, , - E. S.T. 


Date ; f 0. - ^9' ■ 1 j 


CITY CLERK 




Read the third time in full and on motion by 


fi 

V \J 


seconded by 




and duly adopted^ placed on its passage. 


Passed ('fc^ST") by the following vote: 


AYES 



Burns 

Hinga 

Kruse 

Nuckols 

Moses 

Schmidt, 

Schmidt, 

Stelr 

Talar Ico 



K 


NAYS O . 


Date 


//- 1 -^ 


ABSTAINED ABSENT _____ to -wit: 



Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 



(Special) 

on the / / day of _ 


Ord inane e (■Rs-sefeMenr)'-- No „ 5’-— d / - 7" 
197 y- . 


PRESIDING OFFICER 


:5js6 

Mayor of the City of Fort Wayne, Indiana, on the / >-"' day 

, 197 1 -^ at the hour of , Jo o'clock .M. ,E.S.T. 
— ' 


CITY CLERK 


^day of 


Approved and signed by me this _/ 
at the hour of ^ ,'3 / o'clock P. .M. ,E.S.T 


7 

/ 


197 


Bill No. S-71-12-19 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 5 your Committee on City Utilities to whom was referred an Ordinance 

approving contract with WESTINGHOUSE ELECTRIC SUPPLY CO. for Copper Network Cable 

for the Light Construction Department, 



CONCURRED IN 

PAT5.Zciic2iia7lARLES W. WESIERMAN,. QTY CLERIC 


